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SESSION THIS WEEK 


In the matter of the Hare Creek road— 
George Lammers 
appointed 
viewer to 
report at October meeting. 


On motion of W T Saxon nn extension 
of time to October 1st was {{ranted Henry 
Thompson in which to e unpleto the 
Rotin 1 Valby atv.l Glean c muly road. 
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In t!ui nutter o i tiu Liiuaitco of bonds 
of Toinki school diatrict—Bonds ordered 
sold for $500, (> per cent interest. 
Howls 
for both schools to be seld on October 5, 
'09 at 2 o'clock. 


On motion duly made Allan Davidson 
of Willits was appointed justice of the 
pence of Little Lake township. 


Report of viewers of the Ukiali and 
Boonville road accepted. 


On motion regularly made nnd carried 
Ordinance No. 171 for the protection of 
game and to shorten the Beason in which 
deer may be killed was ordered repealed. 


An order was mode granting C H White 
310 per month as correspondent for the 
board of supervisors. 


Dispatch Democrat authorized to print 
tax list at a cost not to exceed 
$230, the 
same to be done by October 20, 1909. 


In the matter of the state and county 
tax rate for year 1909 1910—Rate fixed at 
$1.90 per $100, outside of incorporated 
towns and Union high school districts. 


Outside of incorporated 
towns and 
inside Union high school districts the rate 
is $1.77 on each $100 valuation. 


Inside incorporated towns and outside 
union high school 
districts the rate is 
31.50 on each $100 of valuation. 


Inside incorporated towns and inside 
Union high school districts the rate is 
$1.37 on each 100 of valuation. 


The special school tax rate for 1909—it 
was fixed as follows—Albion, .20; Counts, 


50; Fort Bragg, .15; Low Gap, .20; Laurel, 


?5; 
Hopland 
Union, 
.20; Willits. .20; 
Tomki, .40; Potter, .10; Con Creek, .35; 
Fort Bragg U H S, .50; Point Arena U H S , 


.20; Round valley U H S, .10; Willits U H 
S, .30. 


COUNTY TAX RATE 


IS FIXED AT 
$1.90 


"File board of supervisors met Monday 
last and fixed the rate of taxation for the 
year. 
Including the State rate of .304 
cents the rate 
outside of incorporated 
towns, exclusive of special school taxes, 
is $1.90, as against $1.85 last year. Owing 
to the fact that the money raised last 
year for the payment of justice's and 
constable's salaries was not used and is 
sti'l in the treasury, the rate this year for 
salary purposes is only 
five 
cents, as 
against thirty cents last year. 
What was 
gained here, however, as well as the gain 
by the decrease of the State 
rate, has 
been added to the levy for county general 
purposes and to a special road tax of ten 
cents. 


Many of the property owners 
have ex­ 
pressed a willingness to pay a higher tax 
in return for better highways and im- 
provemens to county buildings. 
In order 
to accomplish the painting and repair of 
the county buildings, some new buildings 
and the betterment of 
roads of the 
county, the board deemed a substantial 
raise necessnry, with the result that the 
levy is as follows:- 


State 
$ .364 


County General 
426 


Salary 
05 


Judicial 
035 


Indigent 
06 


Rood 
40 


Unapportioned School 
30 


Mendocino H S 
06 


U k i a h H S 
07 


Special Road 
10 


Bond 
035 


$1.90 


It 


HANDSOME TOKEN 


TO RETIRING MATRON 


Miss Ilonn has resigned as matron of 
the state hospital and left Friday for her 
home in Nebraska. 
She 
will 
spend 
several 
months 
traveling and visiting 
friends on the way. A number of the 
lady attendants who have been 
under 
her accompanied her to the train and 
wished her a happy journey. The girls 
slated that they were sorry to see her ro 
as she had treated them-so considerately 
and kindly and the parting was one of 
genuine regret. 


The lady attendants 
presented Miss 
Honn with a silver chocolate set hand­ 
somely engraved 
with her initial as a 
token of the esteem in which she was 
held by those with whom she had been 
for years. The chocolate set was an 
extremely beautiful one and one that will 
always be highly esteemed by its recipient 
and bring to her pleasant memories of 
her Mendocino county friends. 


JACK EVANS STARTS TRAINING 
Jack Evans, who is to 
light 
Jack 
O'Keefe in this city October 2nd, arrived 
in town this week and left 
immediately 
for the Riverside resort on Coal creek 
where he will go through a severe course 
of training, in an effort to put himself in 
the best possible condition, knowing that 
the winner of the contest will go on with 
some 
top-notches 
below 
and be 
able to draw 
largo houses. 
From the 
present indications this fight will be a 
grand exhibition of the manly art as both 
boys are out to win and those who 
attend will see nothing but light 
from 
the tap of the gong until the sleep pro­ 
ducer is delivered. 


AFTER BIG GAME 


Recorder E 
E Holbrook, 
Treasurer 
George Johnson and Editor W O White 
left 
last 
Saturday 
morning for Hol- 
brook's claim, north of 
Potter 
valley 
where they are spending the week hunt­ 
ing and fishing. All of the party are well 
known hunters and are expected to 
return with several big bucks and a 
wagon load of dried venison. 
Residents 
of Potter valley have seen some 
large 
deer in that vicinity and as they 
were 
unable to kill them, sent word to Mr Hol­ 
brook to-get some of his friends who were 
good shots and come up and help 
them. 
They secured a large coach and four 
horses to make the trip so that all of their 
meat could be brought home with one 
load. 
Just before leaving town someone 
who was cxaming the rig found, carefully 
wrapped up and packed in with 
their 
cartridges under the seat, a large piece of 
bacon. 
When shown 
this package the 
boys seemed to be very much 
surprised 
but finally decided that they had better 
take it as it is always well to have two 
kinds of meat in the camp. 
They are 
being closely 
watched by the game 
wardens so that they may be sent home 
as soon as they secure the bag limit. 


SHOOTING AT TODD'S GROVE TODAY 
W H Hillis, the well known hunter and 
marksman, will give a free exhibition of 
shooting at Todd's grove at 3:30 this 
afternoon. 
Everyone is invited to attend. 
Mr Hillis comes from Portland, Ore and is 
known all over the Pacific 
coast and 
northwest as a famous big game hunter. 
Having spent most of his time among the 
big game as a hunter, trapper and guide 
enables him to give a pratieal demon­ 
stration of what is possible when using 
modern guns and ammunition. 
The 
stocks of his rifle and shot gun are fitted 
with Masadon Tvory and it is worth while 
to see them. 


U S CAVALRY I 


AFTER A LONG 


At 
one o'clock yesterday the Second 
of the Fourteenth Cavalry, United States 
Army, arrived at Ukiah and immediately 
went to their camping grounds on the 
vacant lot south of the grammar 
school. 
Instead of coming direct from the Presidio 
to Ukinh as they first intended they went 
through Lake county. 
There are 150 men 
and about 200 horses in the march. The 
troops are in command of Major Walter S 
Scott with Lieutenant Znnc acting quarter­ 
master. 
There is also a detachment of 
signal corps accompanying the troops 
carrying with them a wireless telegraph 
outfit. 


The soldiers 
attracted 
considerable 
attention when they arrived in Ukiah and 
are a fine looking lot of men. Only a 
short distance was covered each day of 
the march on account of the horses 
suffering from the intense bent from the 
forest fires in the mountains. The soldiers 
have been stationed at the Presidio in 
San Francisco and at Monterey. 


A banquet was given by the business 
men of Ukiah last night at'the 
Palace 
hotel in honor of the army officers. The 
banquet was well attended by the busi­ 
ness men and some thrilling 
tales were 
told by the officers of the armyr 


BERT HORR SERIOUSLY STABBED 


Bert Horr was stabbed Monday night at 
Gravelly valley by Fred Harrison. The 
wounds are said not to be serious and if 
no complications occur Horr will prob­ 
ably be around again in a few weeks. It 
is said that the gentlemen had had an 
argument which resulted in a rough and 
tumble fight and that Horr was stabbed 
during the mix up. Horr is in charge of 
the Snow Mountain company's'mill and 
Harrison was one of 
the woodsmen. 
Sheriff Kemp of Lake county 
arrested 
Harrison and is holding him to await 
developments. 


HELD FOR PETTY 
LARCENY 


C D Corbett was brought down 
from 
Willits the first of the week and is in the 
county jail serving a term for petty 
larceny. 
Corbett has been managing a 
chicken ranch near Willits for some time 
and his neighbors noticed that their tools 
and other things 
from the ranch 
were 
disappearing. 
Last 
week 
a 
search 
warrant was sworn out and when 
they 
searched Corbelt's house they found many 
of the missing articles. 
When Corbett 
heard the officers coming be crawled 
under the house and the floor had to he 
chopped before he could be gotten out. 


IS SUFFERING FROM 6L00D P0IN0NING 


Fred Pall'if. of'Ukiah who is principal 
.of the Point Arena grammar school has 
been suffering from blood poisoning the 
past 
week. He scratched his hand in 
some way last week and thought nothing 
of it until a few days ago when symptons 
of blood poisoning developed. He has 
Buffered much pain but is-now reported 
to be improving. 


NEW MANAGER AT HOTEL CECILLE 


Chas D Willson and family arrived in 
Ukiah Saturday from Lakeport and Mr 
Willson began his duties as manager of 
the Hotel Cecille 
Monday morning. He 
was formally 
manager 
of the 
Hotel 
Benvenue at Lak eport and conies highly 
recommended. 
Mr Rich who has been 
manager of the Cecille for some time will 
leave soon for the southern 
part of the 
state where he has accepted a good 
position. 


HARRY H0RT0N JOINS RUGBY 


Harry Morton, a former star on the 
U II S Athletic team, has joined the 
Rugby team at Stanford. 
Horton 
is 
known as one of the best athletes in the 
country, and it is expected that he will be 
ranked as a star on the team in the near 
future. 


DRMANASSE 
LEAVES SOON 


Dr N Manasse, the Oculist-Optician who 
lias been in Ukiah for the past 
several 
weeks will leave in a few days for his 
home in San Francisco. 
Those 
wishing 
work should call at Squires Drugstore and 
make arrangements for an examination. 
Dr Manasse has been very successful dur­ 
ing his stay in this city and has cured 
some difficult cases. 
He would be pleased 
to have any of his Ukiah friends call at 
his office when in San Francisco. 


WILL HANDLE DRY GOODS DEPT 


J Devaga of San Francisco has accepted 
charge of the dry goods department of C 
Hofman's Cash Store. Mr Devaga has been 
employed in some of the largest stores 
in San Francisco and is a thoroughly 
competent salesman and announces that 
he will take special pains to cater to the 
wants of the public. 
Special 
attention 
will be given to particular orders and if a 
customer desires anything that is not La 
stock it will bo ordered immediately. 


RECEIVES GOOD OFFER 


Henry Keller received a telegram from 
Sonora yesterday offering a good price 
for the services of the band during a 
carnival there which is to be held in the 
near future, but in all probability the offer 
will not be accepted, as it is impossible 
for several of the boys to get away. 
Keller's band is fast gaining a reputation 
as one of the best in the State, and their 
services are always in demand when a 
grand celebration is in order. 


A PRESS WANT AO 


FOUND THE PURSE 


Last week Mrs Jacob Bnnek placed , a 
small ad in the Press stating that she bad 
lost her puree. As usual the little want 
ad did its work and by Saturday evening 
the purse had been found f. ml safely 
delivered to its owner. 
Mrs Bnnek did 
not have much faith in advertising but on 
the advice of a friend who is a reader of 
this paper she consented to give it one 
trial. 
That is generally sufficient for a 
Press ad as the advertisements in this 
paper get results, nnd get them quick. 


A list of want ads received during the 
year beginning January 1st has been kept 
at this office and the results of each ad 
with it. Up to this time our list shows 
that 55 per cent of the advertisements 
have brought results, while replies have 
been received from 90 per cent of the 
advertisements placed in the paper since 
that date. 


This is a sample of what advertising in 
the Press will do and because these ad­ 
vertisements are answered more in a 
tlirect manner that the store advertise­ 
ments they are more noticable. 
There 
are several more want ads in the Press 
this week. 
You had better read them as 
there might be something among them 
that you want. 


LAST CONCERT 


Last night was 
the 
last 
that 
Keller's band will give a concert in the 
Court House square this summer. 
Their 
music has been exceptionally good and 
was enjoyed by everyone. The program 
was as follows: 
March 
Waldmere 
F. H. Losey 


Overture 
Sincerity. .Geo. D. Barnard 


Cornet Solo.. .Clover Blossoms 


By L. Hufft and F. Thompson 


Waltzes 
from II Trovotore 
Verdi 


March 
Dreadnaught.. ,F. H. Losey 


INTERMISSION 


March 
Richard... Jean M. Missud 


Overture 
A Day in the Cotton- 
fields 
Smith and Zublin 


Waltz 
In the Shadow of the 


Pines 
G. O. Long 


Anvil Polka 
March 
Desideratune 


AFTER MANY YEARS 


Manager Smith of the telephone com­ 
pany met with a surprise at Willits last 
week. 
As he was walking down to the 
depot dreaming of the days when he 
would be managing the new wireless 
phones he bumped into a man who was 
waiting for a train. 
The stranger reached 
out his hand and they shook and Smith 
woke up to the fact that he was greeting 
one of his chums 
from his old home in 
Maine. 
The gentleman 
had come to the 
coast on a business visit and was on iiis 
way to Eureka. 
Smith says 
that the 
world is not so large after all. 


SAILOR HAS NARROW 


ESCAPE FROM DEATH 


Marth Severt a seamen on the pilot 
boat Lady Mine was lost overboard and 
rescued twice within eleven 
hours last 
Friday at the Point 
Arena 
landing 
Severt was first plunged into the sea at 
10:30 in the morning when he kins stand­ 
ing near the point of tiie jibboon nnd the 
heavy sea threw the weight of the jib on 


him, 
knocking him off his foothold. After 
swimming through the sea for about half 
an hour he finally reached a point near 
the pilot boat and caught a line 
which 
was thrown to him from a shipmate. A 
few hours later he was sent with Andrew 
Peters, a fellow 
seaman, to brini 
pilot 
Von Helrn from the schooner 
Jeanettc. 
The sea was running high and the yawl 
was upset in the wake of the schooner. 
The two men struggled to get hold of the 
overturned yawl but Severt was carried 
away 
from it. 
Peters 
succeeded in 
getting 
hold and was rescued a few- 
minutes later by a crew from the pilot 
boat. 
After 
searching for over an hour 
the pilot boat crew were about to give up 
the search 
for Severt 
when they 
heard 
his faint 
cries 
for help. 
They 
then 
ventured in the direction 
from which the 
cries 
came and 
found 
him several 
hundred yards from the vessel. 
He had 
been swimming about an hour and was 
on the point of drowning when rescued. 
He was not able to reach the ship when 
swimming owing to the height of the 
waves, and he lost sight of the ship while 
swimming in the trough of the heavy sea. 


LECTURES AT ST JOHNS CHURCH 


Lectures will be given at the St John's 
church next week as follows. 
On Friday 
evening, October 1st, by Mrs Elizabeth 
Ross Miller of Fort, Bragg, »n Saturday 
evening by Mrs McDonald and on Sunday 
evening by Ida Alexander of Tennessee 
who is a sister of the great 
evangelist 
Alexander. 
There will be special music 
during these meetings and everyone is 
cordially invited. 


GOOD WORK DONE ON STREETS 


H B Smith has had some of the prisoners 
from the county jail at work this week load­ 
ing gravel which is being hauled to east 
Perkins street where it will be used to 
level up the street and put it in good con­ 
dition. 
There is considerable 
travel on 
this street by the hotel busses and other 
vehicles meeting the train and during the 
winter months it gets very muddy. The 
gravel that is being placed there now will 
keep the street in good condition 
this 
winter. 
"Bud" is always at hand 
when 
anythingwn the way of improvements are 
to be made. 


Miss 
Alice Brohaclc returned 
Friday 
from a two weeks visit with Mr and Mrs 
Clarence Broback at Fort Bragg. 
Clarence 
accompanied her to this city. 


Quality 
In 
Cigars 


Is what every smoker is looking for and 
you get it in the "King^Fisher" or "The 
Fisher." They are made of the best 
tobacco and are even burning. 
They look 
good, taste good, smell good, and they are 
good. For sale at all cigar stunds. Try 


one, 
you will like- it. 


Real 
China 


In our crockery department you will find 
some of the prettiest dishes and vases you 
have ever seen. 
We sell them cheap be­ 
cause we buy direct from the Orient 
Come and see us. 
JAPANESE BAZAAR. 


lOOO 
Hens 
Wanted 


Highest market 
price paid for hens. 
Bring them in. We pay cash. 
Remem­ 
ber that we also buy and sell 
country 
produce and always want Turkeys, Ducks, 
Chickens, Eggs and vegetables. 
Ukinh 
Market, L Edwards, proprietor. 


ACCIDENTLY SHOOTS 


HIMSELF WITH RIFLE 


Jim Williams of Mendocino had n close 
call from death last Sunday 
afternoon 
when his 30-30 rifle was accidently dis­ 
charged. 
Williams 
had just returned 
from hunting and had driven up in front 
of Mr Fraser's house. He was holding 
his gun between his feet, the muzzle of 
which was leaning against his breast. 
In pulling up the reins which had become 
entangled about his feet one of them 
caught on the hnmmer of the gun and 
discharged it. The bullet passed through 
the fleshy part of his chest and shoulder 
and went out through his hat brim, just 
grazing his left car. No bones were 
struck but his face and neck 
were badly 
powder 
burned. 
Silas 
Coombs who 
happened to be near by with a buggy 
took the wounded man to a 
doctor. 
Williams is able to be around but is very 
weak from loss of so much blood. 


JOKE BACKFIRED 


The joke of the season was at the 
Eagles meeting last week. It seems that 
the boys had fined Bob Hutchinson ten 
pounds of jerky for being absent at the 
previous meeting and so last 
Thursday 
night after lodge the boys called on him 
to pay his fine. 
He produced a sack of 
jerked meat and the boys went to it with 
a good will. 
Good friends saved out a 
couple of pieces for his wife whom he 
said had never 
seen any venison and 
several of 
the boys 
were 
observed 
cachcing, pieces for the morrow. The 
joke was so good that Bob was afraid to 
spring it that nigiit but here it is. 


It was one on Bob and he did not 
propose to let the boys get any the best of 


him. 
After consulting Clyde Brewer he 
repaired to Smith's butcher shop and 
bargained with Walt Atkerman for some 
"hoppicking meat." 
Clyde then 
took it 
home and endeavored to dry it but as 
there was no sun Clyde left it with his 
wife after building a fire under it. The 
result was that the meat was a cross 
between a dry' and a roast. A number of 
the famous 
hunters of the city 
were 
present and partook, all pronouncing it 
fine jerky. 
Now what do you know about 
that. 


THE 
SAW STRAIGHTENED OUT 


W M Cox of the hardware store has 
been the butt of his friends joshing for 
several months as to what shape the 
Atkins saw that has been exhibited in 
the window bent double would be 
when 
it was allowed to straighten, out. The 
editor strolled in last week and bantered 
him to release it and let it straighten out 
promising to give him a write up if it 
really did. Cox is no quitter nnd pulled 
out the nail. 
When Cox and the editor, 
came too after the crash there was the 
saw straight as a die and here is the* 
writeup. The E C Atkins 
saws are 
certainly made of good stuff and Cox 
reports that out of all that he has sold 
never a one has come back defective. 


CUPID GETS 
BUSY 


Cupid White 
issued 
one 
marriage 
license during the week to Herbert Woods, 
age 32. of Chico and Miss Mary Castro, 
age 27, of San Francisco. 


IMRQPVEMENTS ON SCHOOL STREET 


Weldon & Held had the carpenters at 
work this week repairing their building on 
School street that was partially destroyed 
by the recent fire. Jacob Heger has bait 
his old wooden building torn down and 
has had the lot cleaned off so that work 
can be commenced in a few weeks on a 
modern brick building which he intends 
to put up on his lot. Another good build­ 
ing will make 
quite an improvement in 
the looks of school street and Mr Heger is 
to be congratulated on his enterprise and 
public spirit. 


SELLS REDWOOD VALLEY RANCH 


The Forci brothers have sold their ranch 
at Redwood valley, known as the old 
Marks place to Weldon & Held. 
The 
place contains about 355 acres of the 
best land in the county, 35 acres of which 
is planted in hops. The Ford boys bought 
this place about five years ago for $8000 
and sold it for $18000. This shows quite 
an increase in the value of land in the 
county during the past few years. The 
sale was made by Poage & Ford. 


TELEGRAPH LINE BEING REPAIRED 


A party of linemen of the Western 
Union Telegraph company passed through 
town this week. 
They have worked from 
Eureka and will go on to San Francisco 
putting the line and poles in good con­ 
dition. In the party were M Hendiiek. 
F Sweet, T L Roberts, W W Uendrick and 
R E Mitchell. 


A SUCCESSFUL 
OPERATION 


Mrs A T Moore 
was taken to Dr 
Lathrop's sanitarium last Friday 
night 
and an examination proved that she was 
suffering from 
appendicitis. 
Her con­ 
dition was so serious that it was deemed 
inadvisable to risk taking her to San 
Francisco and the operation was per­ 
formed by Dr S L Rea. She is doing 
nicely and will be able to leave the 
hospital in a couple of weeks. 


COUNTY ORDINANCE 


REPEALED TUESDAY 


At the meeting of the supervisors this 
week the ordinance made some time ago 
shortening the deer season one month, 
was repealed. 
This means that the hunt­ 
ers in search of the antlered 
monarchs 
can hunt on to the first of November. 
When this ordinance was made it was 
done so with the understanding that Lake, 
county would also shorten the season, but 
Lake failed to do so. In all probability 
had both counties declared a short season, 
a test case would have been in order, and 
and from what can be learned from good 
authority, the ordinance would not stand, 
and rather than go into conflict with the 
State law the supervisors deemed it nec­ 
essary to repeal said ordinance. 


TRIES TO SELL STOLEN BULLDOG 


Saturday evening a one legged man wtio 
had been begging on the streets of Ukiah 
found C E Rich's bulldog chained to a 
tree back of the Cecille hotel and thinking 
that he could make a little easy money he 
took the dog and tried to sell him. He took 
the dog to the Pool room where a num­ 
ber of men were gathered and offered to 
sell him for five dollars. 
Jack Payne who 
was among 
them thought 
that the dog 
resembled the one owned by Mr Rich so 
telephoned to him. Rich then set out to 
look for the man and found him on the 
street just as he was about to make a 
sale. 


WOMAN KILLED BY TRAIN 


Mrs Charlotte 
Miekel of Fulton was 
struck and instantly killedjby the North­ 
western Pacific freight train at 4:^0 Tues­ 
day morning. Mrs Mickel was walking 
down the track south of Fulton, and being 
deaf she failed to hear the approaching 
train and the warning signal. The engi­ 
neer reversed his engine and threw on 
the emergency brakes but the train could 
not be stopped in time. 
The body was 
horribly mangeled when taken from under 
the train. 
Deceased was a native of 
Wisconsin and was 49 years of age. A 
husband nnd two daughters survive her. 
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AVcgctablcPrcparationFor As­ 
similating IhcTooci and Regula­ 
ting lti£ Stomachs and Bowels of 


Promote s Digestion.Cheerful- 
ness and Rcst.Contains neither 
Opium,Morphine nor Mineral. 
N O T 
N A R C O T I C . 


For Infants and Children. 


The Kind You Have 
Always Bought 


JBxv* oroidHrSAMVa.PJJVBER 


I\wt/Jiin 
Sui— 
ALx.Stniia * 


.'fntjf Seed * 
/Imrmant - 
In GvtmaltJt&t 
* 
IlirmSctd - 
Cferiticd Sugar . 
hSntoryrtcn flarnr. 


A perfect Remedy for Constipa­ 
tion, Sour Stomach.Diarrhoea, 
Worms .Convulsions .Fevcrish- 
ucss and L o s s OF SLEEP. 


Tar. Simile Signature of 


N E W YORK. 


t X A C T C O P / O F 
W R A P P E R . 


Thirty 
Yea 


S C H O O L F O R Y O U N G 
F A R M E R S 


The attention of the agricultural com­ 
munities is fixed 
upon Davis, where, on 
the twentieth 
instant, is 
opened the 
second term of the agricultural school on 
the university 
farm. The school is 
designed especially for young men who 
want a scientific and practical training in 
agriculture at the high school age, and to 
which they can he admitted from the 
grammar schools. The attendance 
this 
term will be forty or more, many of whom 
have had a year at least in regular high 
schools and are prepared to do fjood work 
with the facilities offered by the state at 
this new school. 
Instruction is given in 
farm practice, livestock judging, botany 
and 
plant 
propagation, 
horticulture, 
viticulture, dairying, breeds and feeding 
livestock, soil fertility, farm crops, farm 
mechanics, 
irrigation, 
land 
surveying; 
and math.'matica and F,:ig'ish. It is still, 
time to enter the school for the 
present 
year and every young man wdio can possi­ 
bly get away from 
home, or his regular 
business, should avail himself of these 
splendid 
opportunities 
to 
study the 
science and practice of improved 
agri­ 
culture. 
There is no tuition and fees are 
nominal. 
Hoard and room are now at 
moderate rates, and the boys live in a 
beautiful new dormitory. 
Send a postal 
to the University Farm, Davis, for a copy 
of Circular No. Ill if you have not a copy 
already. 
Don't miss the opportunity to 


learn all about this school. 


G E T S O N E Y E A R A T F O L S O M 


Richard 
Human, who broke into a 
jewelry store at Lakepcrt last 
week and 
stale two watches, was caught Thursday 
by Deputy Sheriff 
Lyon Eraser. At the 
preliniary hearing before Judge 
Bruton 
he was turned over to the superior 
court 
to appear on a charge of burglary. The 
prisoner sttited that he had esepaed from 
the asylum at Ukiah and did not know 
what he was doing at the time of the 
robbery. 
Upon 
investigation 
Deputy 
Sheriff Eraser found that t'ure had never 
been such a man here. At the trial he 
asked to be sent to Fols mi, where he was 
sentenced to serve one. year. The Napa 
asylum was called up and they 
admitted 
that such a man had b.'en there and sent 
two men over after him, but not until 
after Sheriff Kemp had started for Folsom 
with him. 


S C H O O L S IN G O O D 
S H A P E 


County School Superintendent L W Dab- 
cock visited both our High and Grammar 
schools this week and found everything 
in splendid s'uipe. The falcuty and pup 
ils at both schools are working in perfect 
harmony and every indication points to 
one of the most successful school years in 
the history of Willits.—News.. 


"THE CCNTAUft C O M P A N Y , N t W YORK CITY. 


M E N D O C I N O 
M I L L 
S H U T S 
D O W N 


It would seem to be a queer condition 
of affairs for the local mill to shut down 
for want of logs when there, are thousands 
of them at the boom. The mill did shut 
down Thursday night because there were 
n ) available logs. It is a rare occurrence 
that tiiis happens, but sand bars 
have 
formed above the boom a short distance, 
and the logs have to be snaked into deep 
water with a skidder. It is probable that 
plenty of logs will be on hand 
Monday 
when the mill will likely resume again, j 
The 
fact that we have had an 1111- \ 
usually long period without rain, lowering j 
the river more than usual at this time of 1 
the year is probably the cause of the 
trouble. The incident 
emphasizes the 
necessity for extending the railroad from 
the boom down the river to the mill. This 
will, no doubt, be done in due time as 
surveys have 
been 
made and a route 
selected.—Beacon. 


D E A T H 
O F M R S B O W M A N 


Mary Louise Bowman, widow of the 
late George Bowman, 
died 
here 
last 
Saturday and was buried Sunday. Mrs 
Bowman had been ailing for several years 
and failed snpidly after the death of her 
husband about three years ago. 


The deceased was born in the city of 
Boston, 39 years ago and came to Cali­ 
fornia with her parents when about 10 
years of age. She w.-s married to Mr 
Bowman here and has lived here at least 
forty years. 
Nine children were born to 
them, six of whom are still living. 
They 
are Walter, living in San Francisco, Mrs 
Carmichael, of Fort Bragg, Mrs \ V T 
Wallace jr, John, James ai d Henry cf this 
place. 
John Flanogan and Mrs 
Charles 
Hargrave, brother and sister, are the only 
other near kin living in this county. Mrs 
Bowman 
was a 
good 
mother and 
possessed many kindly traits of character 
which gained friends for her. She was n 
devout Catholic and was buried with the 
rites of that 
church, Rev Fr O'Keefe 
officiating at the funeral. 
The interment 
took place in the Catholic 
cemetery.— 
Beacon. 


M A J E S T I C C O M P A N Y 
M A K E S 
G O O D 


The Majestic Theatre company played 
to a good house here Monday night at Cle- 
land's hall. The play "A Hidden Crime" 
is full of many serious and most comical 
situations. The music was furnished by 
a tine orchestra and on Sunday the Maj­ 
estic band played for several hours in 
front of the Palace Hotel. The show is 
one of the best ever seen in Ukiah and 
deserves a good attendance where ever 
played. 


e are pou/ sbou/19 


the most complete 
line of Fall and Win­ 
ter 
clothing 
ever 
placed on sale in 
this city. 


'PRorrssionni 
Om 


P H Y S I C I A N S A N D S U R r i t O N S . 


D R . CitAs E . P E I R C K 


O S T E O P A T H I C 
P H Y S I C I A N 
Office Palace Hotel. 


Telephone, Main 1201. 
Hours: 10 to 12; 2 to A o'clock. 


D R 
In A M. 
L A T I I R O P 


Ukiah. California. 
Diseases; oV •women 
."IUI children 


a speciality. 
Office, N.\ iO-i Oak St. 


Phone (!13 


G E O W S T O U T . M 
I). 


U K I A H 
C I T Y , C A I . . 
Office, Corner Oak and Perkins streets. 


S L R E A , M 
D 


Office', in Masonic Building. 
Ukiah, Cat. 


D E N T I S T S . 


The 
assortment 
includes 


G K O R C E MCCO'.VKN, 1). D . 
S., 
Southeast corner Slate and Clay Sts 
Ukiah, California. 


D R 
F R A N C I S 
E . 
R K A . 


D E N T I S T 


Office, two blocks west of postolfice 
Ukiah, Cal. 


| 
A Li:,: 
G I I I S O N , D D S 


\ Office, McGlashan Building, 


D E N T I S T . 


Ukiah, Cal. 


and Heavy 
weight 


tin 
F. 
G 
C A S E 


D E N T I S T . 


Office, Cor. Oak and Standley streets, 
One block west of Sheriffs office. 
Ukiah. Cal. 


Di: J K T I I M M A S 


D E N T I S T 


Office in White Building cast of Court 
liou-e. Room !>. 
Ukiah. Cal. 


L A N D 
S U R V E Y O R S . 


A I . U E R T 
K. 
B R A Y Y U N 


S U R V E Y O R 
Information as to Public Land 


Locations given 
Cloveidnle, Cal. 


for 


M E N " 
and 


B O Y S 


P 
L 
H A L L 


L I C E N S E D S U R V E Y O R A N D N O I M A R V 
P U B L I C 
Office, on Main Street 


Wiliits, California. 


ATfllKXEYS AT LAW. 


J A M E S 
M . 
M W . O N 


ClIAKI.ES M . 
M A N N O N 


M A S N O N & 
M A N N O N 


A T T O R N E Y S 
ANI> 
C o c N s n . o i ' s 
A T L A W 


U K I A H , 
C U . I K O I . ' N L A . 
Oflices, 
northwest 
coiner 
Standley 


School Streets. 
Will prr.cticc in all State and F c d e u l 
Courts. 


J O H N I, M C N A B 
MALE-ICE 
H I R S C H 


A Y I O E V / . Y S . 
(Successor:! to ,1 A Cooper.) 
In office 
fotmerly occupied by J A 
Cooper. 


Odd 
Fellows 
bu'iooc, 
up 
stairs. 
Ukiah, Cal. 


T L CAROIOIEKS 


A T i K ' N E Y 
A N D 
('•>• 
• , , ; .. 
K •• 
' , A U ' 


Ukiah, Cal. 
'Practice:; in all the ;->iai.: and Federal 
Courts. 


Louis G O . N S A I . V E S , 


Shafsky 
Building 


A T T O R N E Y A T L A W 


Our Line of 


Ladies' Suits 


and 


Silk Rain Coats 


are very swell. 


We are also showing an im­ 
mense line of furs at very reason- 
able prices. 


Lost—Small four leaf clover lace pin. 
Finder will please leave at this office. 


MANUFACTURERS 


WHEN Y O U BUY A .SHOE 


Y'JIJ W A N T 
R E L I A B I L I T Y 


Y O U 
W A N T C O M F O R T 


For 50 years we have manufactured shoes on the Pacific Coast. 
Your shoe 
bill fit tlje end of the year will be less and your satisfaction greater if you purchase 
rioncstly made dices that are carefully inspected before being shipped. 
Look for 
ouv mure on every pair; it means money saved for you. 


Fort Bragg, Cal. 
Tel. Main 103 
Will practice in all State and Federal 
Courts. 


A R I H U K J 
TH.'.T:'HER 


A T T O R E N Y 
A N D 
C O U N S E L O R 
A T 
L A W J 


U K I A H , C A L . 
1 


Will practice in till Stat" and Federal 
Courts. 


Office, J Q White 
Building N W of 
County Jail. 


K E A L E S T A T E . 


J M O W E N 


R E A L E S T A T E D E A L E R 
Timber and Farming 
Land of all Des­ 
criptions Bought and Sold. 
Life and 
Fire Insurance, Rental Business, Loans. 


114 ildxol St, I k i c h . Cat 


Winter shoes for Ladies Gents, and Child­ 
ren are arriving daily. 


Call in and inspect 


Our Lines Before 
Making a selection 


WiUlAMdON 


or 


jklah&MeiKioclnoStaae U i n 


Boyii & Daniels, 
P e o n s . 


ilages leave Ukiah Mondays, Wednesdays 
md Fridays at 7 a. in. Stages leave Men- 
locino Tuesdays, Thursdays and Sr.tur- 
avs at 7 a. m. Through fare $5, round 
rip $8. 


Y O U 
W A N T 
W E A R 


Y O U 
W A N T 
S A T I S F A C T I O N 


MBBffS ARAN TEE5 
QUALITY 


W . 
t1. M I L L 6 R , f l a i r . D .'.it 


HUTCHISON & ROEDER 
Undertakers and 
Embalmers 


Largest and finest funeral parlors 
in the county free of charge. Lady 
assistant when required. 


P h o n o . , O f T l o o 
2 3 , 
R e . . 
O B I 


LOCAL HAPPENINGS 


Drury Malone, w h o recently 
purchasct 


the English m u c h , h a s gone to Rcdwooi 


City on n business visit. 
From there I K 


will go to his ranch in Humboldt 
Countj 


anil then return to Ukiah • where he in­ 


tends to innke h i s home. 


Ed M Kidd h n s resigned his positioi 


with 
C Hofmnn and h a s moved to the 


southern part of the state where he h a s 


accepted .. ;., ,.ni position. 


Miss Lydia Minikins w a s n passenger on 


Ci? southbound train last Friday. 


Miss Susie 
Berry of Boonville 
visited 


friends 
in Ukiah Saturday. 
Miss Berry 


w a s one of the successful 
candidates in 


the Republican Press contest, having w o n 


a trip to the Seattle fair. 


For Sale—Four acres 
fine land 
with 


small 
house, 
just 
outside 
city 
limits. 


Terms, inquire at this office. 


Frank A 
Brush enrae 
up from 
S a n t a 


Rosn Saturday e v e n i n g o n a business visit 


and spent several d a y s 
with his brother 


Irving 
w h o is m a n a g e r 
of the Ukiah 


Water company. 


Dr E G Case c a m e down from Sherwood 


last Friday and returned 
Monday. 
T h e 


doctor is out on his s u m m e r vacation and 


has his dental outfit 
with him so that he 


can do a little practicing along the line. 


He 
will 
visit 
Luytonvillc 
and Covelo 


before returning to Ukiah. 


For Sale—Thoroughbred 
running mare. 


Good saddle animal 
a n d driver. 
Is n o w 


with foal by Merry Mac. 
Inquire at this 


office. 


Frank Frasief 
returned 
Saturday 
from 


Petnluma where he h a d been on business 


Mrs 
Held 
and daughter 
Louise 
left 


Monday 
afternoon 
for San 
Francisco 


where they will visit with friends for sev_ 


eral days before starting to Germany. 


Mrs L Edwards and family have m o v e d 


from their place south of town to south 


State street in the house 
formerly 
occu­ 


pied by Ed Kidd. 


All work around cemetery 
promptly at­ 


tended to. 
Graves taken care of. 
I h a v e 


bought out II Rogers, 
former 
s e x t o n — 


W J Oxspring, regular sexton. 


Ruth Cleveland and Minnie Banker, two 


of the Normal girls, spent last 
Saturday 


and Sunday with the formers relatives at 


Upper Lake. 


John Hiiim, of the Maun Lumber com­ 


pany at 
Brar.scomb, 
w a s a 
business 


visitor to this city during the week. 
He 


reports that 
times h a v e 
been very 
good 


at 
Laytonville 
anil 
Branscorub 
this 


summer. 
T h e large forest 
fires arc des­ 


troying much 
redwood 
timber in 
that 


section. 


Miss Vera Rnwles of Boonville 
visited 


friends and relatives in Ukiah 
this week. 


G A Smart, W T 
Saxon, J A 
Gould, A 


Baeker, A Coakley 
and N B e e a n 
were 


visitors from Willits to this city 
Monday. 


Ernest Tnlkington, 
a wellknowh 
stock 


buyer of Laytonville, 
w a s a 
business 


visitor to Ukiah t h e first of the week. 


A D Daffey w a s over 
from Fort 
Bragg 


Tuesday. 
Mr Duffey s a y s 
that the 
fires 


are raging in that part of the county and 


that 
considerable 
d a m a g e 
is 
being 


done. 


Dr 
Judson Liftchild 
has removed 
to 


•137 State 
Street, 
occupying 
the offices 


v a c a t e d by Dr Bond. 
Office 
hours 
from 


one to three p m; phone, main 841. ' 


Word h a s been 
received that Mrs L H 


McClure w a s seriously 
injured in 
Alpha, 


Illinois where s h e h a s been visiting 
rela­ 


tives. 
She w a s riding in a 
surrey 
with 


several other ladies w h e n ' n n 
automobile 


struck the surrey throwing t h e m all to the 


ground. 
Mrs McClure had her left arm 


broken. 


T C B Finney nearly bled to death 
last 


week by rupturing a n artery in his 
nose. 


H e w e n t 
to a 
doctor and it took h i m 


nearly 40 hours to stop the flow of blood. 


Prettily dressed dolls for X m a s 
gifts at 


the Ladies Fair at the Christian 
church, 


Oct 7th and 8th. 
It, 


Attorney J V, Pembcrton return e> 


the 
e v e n i n g 
train 
Saturday 
from 


Finnclsco 
where lie has been on 


business. 


For Sale—Wall c a s e s and double 


1 on 


San 


legal 


deck 


Joseph 
glass show ease for sale 
cheap. 


Jewelry store. 
If Your House Burned 


You would be mighty 
glad to h a v e some 


insurance 
that w a s worth one hundred 


cents on t h e dollar to fall back on. 
Fire 


insurance is just a s 
necessary for the 


protection of your family a s anything else, 


it is one of your duties a s a husband a n d 


will insure that 
your loved 
ones will not 


be left w i t l n u : a c o m e in ease of lire. 
I 


sell the kind of insurance 
that 
insures. 


F K A N K C AI.IJI.'RISO.W 


P I Lancaster of Willits w a s a business 


visitor to this city tiie first of the week. 


Miss Bertha 
Corbets 
w h o 
h a s 
b e e n 


visiting relatives here for the past 
week 


lias returned to her h o m e in Willits. 


"Leave a kiss within 
the cup and I'll 


not ask for wine." 
Who'd ask for w i n e 


a n y w a y , w h e n the s a m e effort will secure 


Old 
Gilt 
Edge 
Whiskey, 
either rye or 


bourbon. 


Beers tN> 
—f^® 
* 
l ! M l i 
m " ° ^ l ? ^ B0!i£l| 


Christian 
science 
services 
are 
hold 


every Sunday 
in the Eversole 
building, 


rooom 2, at 11 a in. 
Testimony 
m e e t i n g s 


Wednesday at S p in. 
All are w e l c o m e . 


Subject for Sent 215 "Reality." 


The Mendocino 
county 
W C T U 
will 


hold their 
ao.mal 
convention in 
Ukiah 


October I, 2 a ad :i at the M K church. 


Arthur Diggers passed 
through 
Ukiah 


the last of tin: week on his w a y to Fresno 


where he will try to secure the contract to 


put up a large steel bridge. 


Miss P a t s y Ilaiuh, t i n n e w milliner at 


Ukiah, is 
in San Francisco 
this 
week 


ordering n e w huts. 
Miss Heneh 
intcuids 


to go to the city, about 
every six 
w e e k s 


after new goods so that s h e can keep ;the 


ladies of Ukiah in the latest styles. 


A 
fresh 
A 
1 cow 
for sale 
apply 


to H E Linder. 


M i s T r y s o a w a s up from Santa 
Rosa 


this week visiting relatives. 


The Misses May and Etta 
Lambert left 


lltr- first of the week for Santa Rosa where 


they will attend business college. 


For 
Sale—GO 
six 
foot 
prune 
trays. 


Address F W McCracken, Ukiah. 
2l. 


For the best Spanish 
Merino bucks in 


the county and the cheapest, 
see Marion 


Ornbaum at Yorkville, Mendocino 
county, 


Calif. 
2inos. 


Mrs 0 
Cureton 
of 
Willits is 
visiting 


relatives in Ukiah this week. 


Mr and Mrs Carl 
Lewis h a v e 
returned 


to their 
home 
in Willits 
after 
visiting 


friends in Ukiah. 


Mrs C W Hight and Mrs J o e 
Mendote 


returned t o Willits 
Saturday 
from 
this 


city where they 
h a v e been 
visiting rela 


tivrs. 


W A S Foster a n d A J Fairbanks c a m e 


down from 
Willits last Friday to attend 


the 
meeting 
of 
the 
directors 
of the 


Mendocino state hospital. 


Miss Beatrice Jackson is visiting her 


Aunt Mrs L D Jewell in Ukiah 
this week 


Miss Jackson, w h o s e home is at San Jose 


has recently returned from a tour through 


Europe. 
S h e h a d a, very enjoyable 
trip 


but w a s glad to get back to California. 


W H Clay 
w a s over 
from 
Boonville 


Saturday looking after business interests. 


Lost—A 
gold broach with a picture of 


the late S W Haskett on the outside a n d 


an infant's 
picture 
inside. 
Finder 
will 


please return to this office. 


The ladies of the Christian 
church will 


serve a chicken pie supper from fi o'clock 


till 7 p m the e v e n i n g s of October 7th a n d 


8th. 
ft. 


John Sacks. Mrs A J Sacks and Francis 


Sacks of Potter valley 
were 
registered at 


the Palace Saturday. 


L J Williams c a m e down from 
Layton­ 


ville Saturday a n d returned the following 


day. 
He repcrts the forest fires 
to be 


numerous in that section and considerable 


d a m a g e 
being d o n e to the ranges. 


W W M a t h e w s and wife of 
Kelseyville 


! were visitors to this city Sunday. 


E 
B 
Hiatt w a s over from 
Boonville 


Sunday on a business visit, 


For 
Sale—Store 
and 
fixtures. 
Good 


location. 
Cheap. 
Enquire a t this 
office. 


A fire alarm w a s turned in last 
Thurs­ 


day evening and the boys found the grass 


near Cleland's hall 
on 
fire. 
They 
put it 


"out in a few m i n u t e s and no d a m a g e w a s 


done. 


0 L Stanley w a s over from Lakeport the 


first of the week 
a n d reports 
that h e is 


getting his n e w job printing office 
into 


working order. 
He Is much 
improved in 


health and e x p e c t s to do well in his n e w 


office. 


Joe Saunders c a m e over from 
1>>« claim 


a t Boonville last week and is visiting h i s 


parents. 


Roy Lynch returned to Ukiah 
last Fri­ 


day and h e a n d h i s wife will m a k e their 


home here in t h e future. 


Nate H e n s h a w has been 
quite ill 
this 


week but is reported to be improving.' 


V a n e Rogers h a s returned to San Fran­ 


cisco after spending his summer 
vacation 


with his relatives at Willits. 


R H McClnndlass w h o w a s taken to S a n 


Francisco last w e e k 
by Doctor 
Stout for 


an operation 
is 
rapidly recovering and 


will be able to 
return 
h o m e 
in a few 


weeks. 


Joe Stearns of the Stearns Lumber com­ 


p a n y at 
Wendling passed 
through town 


Wednesday on his w a y to S a n 
Francisco. 


J H Mehring, l i n e m a n for the telephone 


company, h a s been busy this week fixing 


up line troubles. 
He h a s just 
returned 


from a trip to Boonville, Wendling, 
Philo 


and Christine and reports that the line is 


in good condition in that section now. 


Rev Teel preached at the Christian church 


in Hopland last Friday e v e n i n g , 
j 
W J 
MeClary a n d family 
arrived in 


! Ukiah from Roseburg, Oregon, the first of 


I the week and intend to m a k e 
their h o m e 


| here during the winter. 
They 
m a d e t h e 


j trip with a team and wagon and report of 


[ having a nice outing although it w a s very- 


Reed Lowe h a s gone to Fresno where he j warm 
in s o m e 
places 
along the 
road 


has accepted a good position on a farm. 
| where the forest 
fires were 
so close to 


Mrs J E Walker a n d Mrs Fred 
White, j them, 


both of Fort Bragg, passed 
through Ukiah j 
LeJterCox 
left 
this 
morning for the 


Sunday on their w a y to'San Francisco. 


J A Waldlifel, secretary of the Calpella 


vLan'd c o m p a n y , w a s a business visitor to 


Ukiah 'Wednesday. 


coast willi his rent ear. 
H e e x p e c t s to 


return tonight s o that he c a n take a crowd 


to Santa 
Rosa 
Saturday 
to attend 
the 


automobile races. 


I 


Y O U N G 
SMAR 


WE HAVE just received ahother shipment of SMART CLOTH­ 
ES for young men. Young men's special styles are a particular­ 
ly strong feature this season in our selections in suits and over­ 
coats. 


We have the smart models, the broad-shouldered, athletic 
shapes, and the snappy cut which young fellows want; college 
men, high school men and young business men. 


HART, SGHflFFNtR & M M 


are masters of style in this field as in others; they've created for 
us some extremely attractive models for young men, in blue 
serge and in the new gray tweeds, cashemere and cheviots, that 
are so popular this season. 


OLDER MEN 


of course, may want style a little leas extreme; don't worry; 
we've got the right things for everybody. 


SWELL FABRICS in Overcoats and Raincoats; ALL-WOOL. 
SUITS - $12.SOto$35 
OVERCOATS - $ 12.SO to $27.SO 


Nuthin' but All-Wool Cioz here. 


New Furnishing'Goods, Hats and Shoes 


Our stock in these lines are now complete, embracing every­ 
thing that is new in both staples and novelties. 


Our shoe and hat novelties are the talk o: the town especial­ 
ly among the young fellows—We've plenty o? other styles, more 
conservative, for the older man. 


MEN W H O KNOW, buy their 
clothing at "£be tXooocvjf. the 
exclusive men's store. 


Clothiers and 'Furnrshers to Men W h o Know vwnm 


CUKKkSHUNUtNTS 


Continued from page 5 column 3. 


from there ranch 
this week in the hop 


fields 
in the vieiuity of Healdsburg 
where 


Vlr 
McCutehnn is .employed 
every 
year 


drying hops. 


G Poor expects to move toTOregon 
with 


his family soon. 


F W Gordon w a s a business visitor to 


Ukiah Tuesday. 


P O I N T A R K N A , Sept'22—Forest 
fires are 


raging in the hills oast of town and a 


great deal of timber has been destroyed. 


Fred I'atton our genial principal of the 


grammar-school has been suffering for the 


p a s t week with a Inrnc arm caused by 


poisoning of s o m e kind. 
He is on the im­ 


prove ut present. 


Mips Idn 'Cureton, daughter 
of 
W c s s 


Cureton of Fresno, and Miss Beatrice Clow 


of Signal were incoming passengers on the 


Sea Foam for a visit to friends a n d rela­ 


tives. 


Prof Paulsen of the high school h n s or­ 


ganized 
a basket-ball 
team 
a m o n g the 


scholars. 
A s Point Arena 
students are 


quick to learn they will soon be challeng­ 


ing the outside t e a m s for championship. 


Tho familiar face of Mr Burns, a n old 


resident of Pt Arena, but n o w of Belve­ 


dere w a s seen on our streets last week. 


Mort Scott and family were 
incoming 


passengers yesterday from 
Washington. 


T h e carpenters for the residence of Mrs 


H T Christianson are rapidly pushing a- 


head with their work and soon 
will 
h a v e 


a building for the town to be proud of. 


The 
correspondent 
on "What 
Point 


Arena N e e d s " failed to m e n t i o n our first 


and most pressing need is a lot of n e w 


dwelling, houses. 
Go to work "ye fellers" 


with the land and lumber and build 
some 


cottages. 
Parties are looking every day 


for a house in Pt Arena, so a s to send 


their children to school, also to share the 


world famed hospitality of Pt Arena, the 


good weather, etc., but people are not go­ 


ing to c a m p in the streets for the benefit 


of all this. 


If we expect the town 
to improve and 


grow w e must 
furnish s o m e 
place 
for 


the people to live. 


Frank Albertsmi 
reports that 
h i s com­ 


pany h.-'R settled 
the claim 
of 
Julian 


Heeser for insurance on his house in Red- 


wood, valley in fell. 


T B Burke of Ci.r.im'.ngs w a s a 
business 


visitor to the c unity seat (hiring the w e i k . 


D C Kckart. 
resident 
engineer for the 


Snow Mountain 
Water and Power 
com­ 


pany, received a telegram from S a n Fran­ 


cisco l'riiiay morning saying, that his w i f e 


w h o w a s in a hospital at that 
place w a s 


seriously ill. 
H e hired an automobile and 


started for the city at once but b y tiie 


time he had readied 
i.'kiah he received 


another tele.'rain stating that his wife wa« 


dead. 


George Anderson 
'.vert to Santa 
Rosa 


Monday morning for a short v'sit with his 


brother Dr Anderson of that place, George 


took a fine large deer with him, o n e thai 


lie had killed while out on his last hunting 


trip. 


Miss Mabel Stitt is in Willits this 
week 


visiting with Mrs Will Melville. 


Miss 
Ethel 
Beattie returned 
Saturday 


from Redwood valley where s h e h a s been 


visiting her brother. 


Mrs J S Ward ha.' returned to her home 


at 
Philo after 
visiting 
her mother, Mrs 


Heughes, ia thL'-- city for several weeks. 


Mrs Heu-ser of Redwood valley 
received 
a cheek for 31100 yesterday, the insur­ 
ance which s'le carried on her house that 
w a s destroyed by fire a short 
time ago. 
j T h e p a y m e n t w a s m a d e through 
Weldon 
&. Held, agents for the London 
L a n c a n - 
shire insurance company. 


M A Lewis of Oakdale and A F Claiy 


of N e w m a n 
spent several 
d a y s in 
town 


this 
week. 
T h e gentlemen 
are 
super­ 


visors of Stanislaus eounty a n d had heard 


S'i much about 
Mendocino 
county 
that 


they decided to investigate personally. They 


are well ( l e a s e d and were surprised at the 


si/.e 
of 
Ukiah. 
They 
are v i s a i n g 
the 


various sun: nit r resorts and report a very 


pleanmt time. 


CARD 0 3 T H A N K S 


We desire to return oar sincere 
thanks 


to tiie m a n y kind frieuJs 
for their 
s y m ­ 


pathy and acts of friendship in t h e recent 


bereavement caused by the d e a t h 
of our 


loved one. We trust that they 
will know 


how much w e appreciate their 
sympathy 


and help. 
M i s MARY Gt'srixv. 


Mils J A Gtns*> 


RHODE ISLAND RtOS F 0 3 SALE 


Frank Strong 
of Calpella h a s 
bou<,!.t 


V.iiler's Rhode Island Reds and a n n o u n c e s 


that he will devote u 
part of his time to 


raising chickens. 
He lias a large number 


of young pullets 
and c o c k * - I s 
winch he 


vill 
sell 
i for tries 
er $2 for the 


•ockerels. 
Nnn.ber one eggs at $ 2 
a 


sitting of 13. Orders addressed t ) b i n 


<t C.ilpi lla will 
receive 
prompt 
att«r«- 


ii in. 
Ct. 


NORTH 


C A L I F O R N I A 
H O S P I T A L 


U K I A H , C ' A L . 
-S. VI. Corner Main anajjtKvtsu&un Streets 


\ M idkvl 
oi.d Siirjjoul Cf.fes 
treated 


! a ul u n t i l fi i with i.ll the coiivtr.- 
• ie.ice i i c tct'S; n ci.t of the m o d e m 
j It -spiral. 


co .sjuiisc snViiT 


S j n I'.aiu»»(.o I io 
cianv fcl u iri.ll.r, its. 


T K O S O K DL'-VVC 
Kt:.\".!u;>fT suuuroN 


E-M-F 
$1,400 
Flanders $850 


STREnQTH=DUBADILITT=COnrORT=STTLC 


STUDEBAKER E. M„ F. TOURING CAR 
STUOEBAKER-FLANDERS 
SURBURBAN 


T h e S t u d e b a k e r E . M. F . automobiles need no introducing 
to 


the motorists a s its performances in different 
contests 
and 
on 


the rond h a s m a r k e d it a s the strongest and m o s t 
powerful 
c a r 


t h a t h a s ever been on the market. 
Nothing h a s b e e n 
ommitted 


t h a t experience h a s proven or taught you to consider a n e c e s s a r y 


p a r t of a first class motor car. 
Y o u will find all the good, s i m p l e 


and 
reliable features you h a v e c o m e to know a s s t a n d a r d . 
T h e 


motor is the accepted s t a n d a r d 4 cylinder design, well built with 


large v a l v e s , silent a n d smooth in operation. 
A 
magneto 
is 
a 


part of i as it should be, not an extra. 
The sliding transmission 


is superior to a n y other known. 
A n d so on throughout 
the 
en­ 


tire car, everything is s t a n d a r d a n d 
first class. 
T h e E . M. F . 


Touring car or roadBter sells for $1,400, Ukiah delivery or 
$1,510, 
with top and glass front. 
Roadster h a s both single 
and 
double 


rumble sent a t this price. 


0 0 


Specifications 


MOTOR—'I cylinder, c a s t in pairs: v a l v e s all on 
one 
side, 
e x t r a 


large. 
ISO horse power a t normal engine 
s p e e d . 
C A R B U R E T O R — I m p r o v e d simple float feed type, single jet. 
COOi .iNG--W::t;,r, centrifugal pump, gear driven. 
RADIATOR—Studchrdier type. 
M AONETO—Sjiliuli>iT. Sumdnril equipment, not an extra. 
T R A N S N ' I f i S S O N — S - l e e t i v e 
sPding 
gear type. 
Three 
s p e e d s 


a h e a d and 
r :VCISH*. 
R'\AK 
A X L E - - L i v e s'.unHl.iaciiig, exclusive design. 
W H E E L B A S E — 1 0 G inches. 
W H E E L S — A r t i l l e r y type, large spokes. 
F R A M E — P r e s s e d steel. 
B O D Y — M a d e in two types; Roadster and Touring car. 


The greasest Automobile values the world has ever 
seen—the Studebaker E-M-F 
and the Studebaker-FIand- 


ers 
cars. There a r e no frills added-—and yet there is 
nothing lacking to m a k e them the best [medium priced 
automobiles that can be produced. 


There will be 255,000 Studebaker-Flanders machines 


manufactured and 15,OO0 Studebaker E-M-F automo­ 
biles m a d e in 1 9 1 0 . The only real difference in the two 
machines is in the »ize and the price. The E-M-F mach­ 
ines a r e 3 0 horse power a n d the Flanders has 2 0 horse 
power. 


They are both m a d e of the best material throughout 


and the only reason for this low price is the large num­ 


ber of cars that will be built. 


Send for catalogs at once and place your order early 


so that you will not be one of the disappointed ones. 
We will begin to m a k e deliveries of these machines as 
soon a s they reach this coast. 


T h e S t u d e b a k e r - F l a n d e r s , which is the latest production 
of 


the S t u d e b a k e r c o m p a n y will b e a "classy" r o a d s t e r with 
a 
20 


horse power engine a n d built on the s a m e p l a n a s the wellknown 


E. M. F . car, only with a smaller engine a n d 
body. 
T h i s 
m a c h ­ 


ine is c a p a b l e of taking you a n y w h e r e . With the 100 inch wheel- 


b a s e a n d the " S t u d e b a k e r S p r i n g s " it will 
t a k e 
you 
over 
the 


rough r o a d s without the j a r a n d jolt a s is c u s t o m a r y 
with 
c a r s 


selling for less than $1,000. 
T h e engine is of 
the 
four 
cylinder 


type, 20 horse power, 100 inch wheelbase, 
32 inch wheels, 
all 


metal body a n d fitted with a m a g n e t o . 
T h i s is the only car 
on 


the m a r k e t t h a t sells for less t h a n $1,000 a n d h a s a m a g n e t o 
in­ 


cluded. 
Fully equipped with l a m p s , horn a n d 
tools. 
T h e 
price 


of the runabout is $850 delivered to Ukiah, 
the 
s u r b u r b a n 
sells 


for $895 delivered to Ukiah. 


$850 


Specifications 


MOTOR—4 cylinder, c a s t en bloc; v a l v e s all on 
one 
side, 
extra 


large; 20 horsepower a t normal engine 
speed. 
C A R B U R E T O R — F l o a t feed, similar to the E. M. F . '30' carburetor 
COOLING—Water, centrifugal p u m p , similar to E . M. F. 
R A D I A T O R — S t u d e b a k e r - G a r f o r d type; h a n d s o m e 
a n d 
efficient. 
M A G N E T O — S t a n d a r d equipment, not an extra, Splitdorf. 
T R A N S M I S S I O N — S e l e c t i v e sliding gear. 
R E A R A X L E — D r a w n steel; t r a n s m i s s o n incorporated 
in 
s a m e ; 


single universal joint, e'nclosed, oil a n d d u s t proof. 
W H E E L B A S E — 1 0 0 i n c h e s — m a r k that. 
W H E E L S — A r t i l l e r y type, 32 inch diameter. 
F R A M E — P r e s s e d steel. 
B O D Y — P r e s s e d steel, m a d e in two types; 
two 
p a s s e n g e r 
bout, with large deck for trunk or p a c k a g e s ; a d d 
two 
and 
h a v e a n a t t y surburbun. 


run cl­ 
eats 


Ukiah, Cal. 


STUDEBAKER E. M. F. ROADSTER 
STUDEBAKER-FLANDERSERUNABOUT 


O R D E R 
T O S H O W 
C A U S E 
W H Y 
O R D E R O F 


S A L E O F R E A L A N D P E R S O N A L 
P R O P ­ 


E R T Y 
S H O U L D 
N O T B E 
M A D E . 


IN T H E 
S U P E R I O R COURT OF 
T H E 
S t a t e of California in a n d 
for the 
County 
of Mendocino. 


In the m a t t e r of the e s t a t e of Elizabeth 
A. Riffe, d e c e a s e d . 


C. A. Burdg, the Executor 
of the 
L a s t 
Will 
a n d 
T e s t a m e n t 
of 
Elizabeth 
A. 
RilTe, Deceased, 
having this 
8th day 
of 
September, 1909, 
presented to the above 
Court 
a n d 
filed 
therein, 
his 
verified 
petition in the above entitled estate, a s k ­ 
ing for an order to sell all of the 
real and 
personal 
property 
of 
s a i d decedent, 
a t 
private sale, for the purposes 
mentioned 
in said petition, said real property 
being 
situate in Mendocino 
County, 
S t a t e of | 
California, a n d 
being 
all 
the right, 
title 
and 
interest 
of 
the decedent 
and 
her 
estate in a n d to the 
S W l - l o f S e e 
(i T w p 
22 N R 12 W M. 1>. M. a n d it appearing to 
the Court from said petition that it is nec­ 
essary to sell said real and personal prop­ 
erty therein set out to p a y the debts out­ 
standing a g a i n s t the decedent, 
the debts 
charges a n d 
expenses 
of 
administration 
which have 
accrued and 
which will or 
m a y acciue: 


It is therefore ordered, by the Hon. J . Q 
While, the 
J u d g e of said Superior Court, 
ihat all persons interested in the estate of 
said Elizabeth A. Riffe, Deceased, 
a p p e a r 
before the said 
Superior Court, on 
Mon­ 
day, 
the 11th day of October, 1909, at ten 
o'clock 
A. M. 
of said 
day, a t 
the Court 
Room of s a i d Superior Court at the Court 
House in Ukiah City, Mendocino 
County, 
S t a t e of 
California, 
then 
and there 
to 
show c a u s e why an 
order should 
not be 
granted to the said Executor tu 
sell real 
the and personal 
property 
set out 
a n d 
described in said petition, a t private sale, 
and 
in the m a n n e r therein 
petitioned, for 
the purposes set out in s a i d petition: 


It is further ordered, that a copy of this 
order 
be published 
for 
four 
successive 
weeks prior to said October 
11th, 1909 in 
the 
Republican 
Press 
a 
weekly 
news­ 
paper printed and published in Mendocino 
County, S t a t e of California. 


Dated this S e p t e m b e r Nth. 1909. 


.1. Q . WHITE. 
J u d g e 
of 
the 
Superior Court. 


Indorsed; 
tiled 
S e p t 
10, 
1909. 
H A L E MeCOWEN, Clerk 
M c N A B 
& 
HIRSCH, 
Executor. 
Ukiah Republican Press, 


MONEY MACK ] 


Weight 
1 2 0 0 , 
dark 
bay, 
1 6 
hands high. 
ONEY MACK by 
McKinney 2:11 
1-4, d a m 
P a d d y 
Washingtion by Geo. 
Washington 2:16 he 
by Membrino Chief 
[11] second 
d a m 
Paddie P 2:26 she by 
Son 
of Richmond by 
Almont [331 
F O U R T H 
DAM 
S T R I C T L Y 
T H O R O U G H K H t i D 
Season 
of 
I Q I O 
at 
Ukiah 
Race 
Track Call 
on 
W. S. 
KHLl.OWAY. 


VINEYARD FOR RENT 


We will rent "Bonnie B r a e , " 
consisting 


of 25 acres; 1!S acres in vineyard, 10 a c r e s 


full bearing, 8 acres in 
I! year old 
vines 


balance in pasture; 5 roomed adobe h o u s e 


with modern 
conveniences,' 
barn, 
wind 


mill and tank, chicken 
houses 
and other 


buildings', an 
ideal place 
for 
chickens; 


view unsurpassed. 
One 
mile 
south 
of 


town. 
C a s h rent $300, or we will l e a s e to 


right party on very liberal terms. A d d r e s s 


E C Rodwiek, R F D or call after 5 p m. 2t 


Attorneys 
for 


Sept 10, 
1909. 


T R E S P A S S 
N O T I C E S 


We h a v e the form of T r e s p a s s 
Notices 


that 
is 
required 
by 
law. 
Printed 
on 


specially p r e p a r e d cloth, a n d for sale a t a 


reasonable figure. 
Call a n d 
see our s a m ­ 


ples before you 
place your order. 
Ukiah 


Republican Press. 


See 
the 
new 
Edison 
phonographs 
a t 


J o s e p h s . 
T h e y are the very 
latest in the 


talking m a c h i n e s 
and a r e 
m a d e for 
the 


two a n d four minute records. 


L o s t — A 
light hat with initials 
C L G . 


Finder p l e a s e 
return to 
this office 
and 


receive s u i t a b l e reward. 


N O T I C E T O 
C R E D I T O R S . 


E S T A T E 
OF 
S A R A H 
M. 
DERRICK, 
Deceased. 


Notice is hereby 
given 
by the 
under­ 
signed, 
Executrix 
of 
the 
last will and 
testament of said Deceased, 
to the credi­ 
tors of, 
a n d 
all 
persons 
having 
claims 
against 
the 
said Deceased, 
to 
exhibit 
them with the necessary 
vouchers within 
four months after the first 
publication of 
this notice, to the said 
Executrix a t 
her 
residence 
in 
Round 
Valley, 
Mendocino 
coiuity, the s a m e 
being the place 
for the 
transaction of the b u s i n e s s of said E s t a t e 
in 
the County 
of 
Mendocino, 
S t a t e 
of 
California. 


Dated S e p t e m b e r 14th, 1909. 


K A T E E. NICHOLSON, Executrix. 


T L C A R O T H E R S . Attorney 
ior E x e c u ­ 
trix. 


Ukiah Republican P r e s s , S e p t e m b e r 17, 
1909. 
4t. 


FiRE STATIONS 


PROVE VALUABLE 


A lookout s t a t i o n h a s been 
established 


on S h u t e y e P e a k in the high S i e r r a s for 


the purpose 
of 
watching 
for any 
fires 
which 
might 
occur in 
the 
mountains. 


T h i s peak h a s a n 
elevation 
of 8,858 
feet 


and 
the observer c o m m a n d s 
a view of 
a 


large 
portion 
of 
Tuolume, M a d e r a 
a n d 


F r e s n o counties. 
A cabin constructed a t 


the top of the mountain a n d 
a 
telephone 


line 
installed, 
connects 
with 
the 


forest s u p e r v i s o r ' s office in the valley a n d 


the various r a n g e r s t a t i o n s on 
the Sierra 


forest. 
T h e observer is equipped with 
a 


powerful field 
glass 
and when 
a fire is 


discovered n e w s 
is instantly 
telephoned 


to the nearest ranger. 


During the short 
time 
the station 
h a s 


been m a i n t a i n e d its usefulness 
h a s twice 


been 
d e m o n s t r a t e d 
by 
the 
discovery of 


tires 
in r e m o t e 
localities. 
T h e s e 
were 


readily 
extinguished 
before 
they 
could 


gain 
d a n g e r o u s 
h e a d w a y , 
thus 
s a v i n g 


v a l u a b l e timber and 
forage which 
might 


otherwise h a v e 
d e v a s t a t e d 
had 
not 
the 


fires been discovered 
in their 
incipiency. 


T h e 
Forest Service 
is 
planning 
to 


establish 
several other similiar 
s t a t i o n s 


in the 
S i e r r a s which 
will virtually 
com­ 


m a n d the entire 
range of 
mountains a n d 


in this m a i m e r 
remove the 
necessity for 


c o n s t a n t patrol on the part of the rangers 


s c a t t e r e d throughout 
the hills. 
Much 
of 


the rangers' t i m e can now be devoted to 


trail and other 
improvement 
work with­ 


out interfering 
with their 
availability for 


fighting 
fires, 
and 
the 
nervous 
strain 


under which m a n y 
of these 
men labored 
when 
constantly 
patrolling 
h a s 
been 


materially reduced. 


PIONEER OF WILLITS 


CALLED BY DEATH 


Mary Elizabeth Ford died a t her home 


in Willits T h u r s d a y morning after a n ill­ 


ness lasting over a year. 
T h e 
d e c e a s e d 


w a s born 
in 
Illinois 
F e b r u a r y 4, 
1837 


where she received 
her early 
education. 


L a t e r s h e 
moved 
with 
her 
p a r e n t s 
to 


Russville a n d from there to Lincoln where 


she w a s married to Alpheus Ford in 1857. 


In 1885 they 
c a m e to 
California 
a n d on 


April 23, 1885 they settled on their 
place 


a t Willits 
where 
they 
h a v e 
lived 
ever 


since. 
Six children, three boys a n d three 


girls 
were 
born to 
this couple, 
five 
of 
whom died during the civil war, a n d their 


one remaining 
son, 
A L Ford w a s 
with 


his 
mother a t 
the 
time 
of her 
d e a t h . 


Alpheus Ford died at 
Willits on 
J u n e .'1, 


1902 leaving 
his wife 
and one 
son who 


g a v e up all else to care for his mother and 


m a k e the last d a y s of 
her life 
p l e a s a n t . 


Mrs 
Ford w a s a 
member 
of the 
B a p t i s t 


hurch in the 
e a s t 
and united 
with the 


church at Willits about 
nine y e a r s 
ago. 


S h e w a s buried from this church S a t u r d a y 


afternoon. 


W A R N I N G T O T H E P U B L I C 


Notice is hereby given 
that I h a v e 
put 


traps a n d poison 
on the 
range known 
a s 


the old P a x t o n &. Dihcl ranch on the Low 


Gap 
road. 
Look out 
for 
your dogs a s I 


will not be responsible. 
C W B R A D F O R D . 


All vurieties of g a r d e n 
seeds in 
bulk 


and 
p a c k a g e s ut C H o f m a n Co. 


C A L L E D BY D E A T H 


Isiah Mack died at Fort Bragg 
T u e s d a y 


evening from 
intestinal 
obstruction. 
He 


h a d been 
sick only about a week 
when 


the s u m m o n s c a m e . 
His body w a s t a k e n 


to Mendocino W e d n e s d a y a n d the funeral 


w a s held a t Little River in the 
afternoon, 


the services being conducted by Rev M W 


Coats. 
D e c e a s e d 
w a s 
born a t 
the Mack 


place at Comptehe in 
1873 a n d 
h a s lived 


in the western 
part of this 
county nearly 


all of his life. 
He 
w a s a 
w o o d s m a n a n d 


engineer a n d 
operated a 
skidder in 
the 


Albion woods for several 
years. 
He w a s 


a n industrious m a n 
a n d 
u good 
citizen 


and 
was well spoken 
of by his 
neighbors 


and 
friends. 
He> leaves a wife a n d 
four 


children to survive him. 


For 
S a l e — 3 work m a r e s and 2 
work 


horses. 
For s a l e 
c h e a p . 
Enquire 
a t 


Douglass r a n c h south of Ukiah, 
tf. 


Leggett Spring Beds 


SHE 
SLEEPS ON A "LEGGETT" 


^ 
^ 
^ 
^ 
^ 
^ 
^ 
^ 
^ 
^ 


W a n t e d — B o y 
who 
wishes 
to 
attend 


high school 
would 
like to do 
chores 
of 


work for his board. 
Enquire a t this office 


O R D E R T O S H O W C A U S E O N P E T I T I O N 


F O R 
S A L E O F R E A L 
E S T A T E . 


R E S T F U L - D U R A B L E : - S A N I T A R Y 
T 


HE 
" I . h G G E T T " spring beds are made of the highest grade 
Spring 


Wire, which is re-tempered after being made 
into 
the 
complete 


spring, thus giving a positive uniform strength in every coil. 


Every " L E G G E T T " spring has a tag as follows wired to it, 
( 
, W t 


will replace this Spring free of charge if at any time within ten 
years 


after date of sale, if it is found to sag or break in any 
part." 


Call and see them, or write for booklet describing 
styles 


of 
springs. 


HUTCHISONXROEDER 


IN T H E S U P E R I O R COURT 
OF 
T H E 
S t a l e of California, in a n d for the County 
of Mendocino. 


in 
the 
Matter 
of 
the 
E s t a t e s 
and 
G u a r d i a n s h i p of 
Ruby L S w e a r i n g e n and 
Calena Swearingen, Minors. 
No. 1972. 


Tip 
Swearingen 
and 
E m m a 
Ledger, 
g u a r d i a n s of the persons a n d e s t a t e s of 
the 
minors 
a b o v e 
n a m e d 
h a v i n g 
pre­ 
sented 
to this Court 
a verified 
petition 
for a n order of s a l e of certain 
real e s t a t e 
belonging to the said minors which sets 
forth the condition of 
the e s t a t e s of said 
minors a n d 
certain 
facts 
a n d 
circum­ 
s t a n c e s 
tending 
to s h o w 
that the 
s a l e 
prayed for is necessary and 
expedient a s 
a p p e a r s to the J u d g e of this Court. 


It is hereby ordered that the next of 
kin 
of the minors a b o v e n a m e d and all persons 
interested in. tne said e s t a t e s or either of 
them be a n d a p p e a r before this Court a t 
10 o'clock A . M., on Monday, the 18th d a y 
of October, 1909, a t the Court room of this 
Court in the 
court house 
at Ukiah 
in the 
County 
a n d S t a t e a b o v e n a m e d 
to show 
c a u s e , 
if a n y 
they h a v e , 
why a n 
order 
should not be 
granted for a s a l e of such 
estate. 


D a t e d S e p t e m b e r 20, 1909. 


J . Q. WHITE, J u d g e . 


MANNON &. MANNON, 
Attorneys 
for 
Guardians. 


Ukiah 
Republican 
Press, 
S e p t e m b e r 
24, 
1009, 
4t. 


Cancers \ Tumors 


Treated in from one to 
four 
minutes 
with a Hypodermic Needle 
Method. 
T h e 


Anti-Cancer Toxin 
destroys 
the 
d i s e a s e 


instantly, 
Avoid the 
plaste.', knife 
a n d 


x-ray, they c a u s e the Virus to be absorbed 


into deeper tissue, m a k i n g the cure impos­ 


sible. 
C U R E S 
G U A R A N T E E D . 
E c z e m a 


and 
other skin d i s e a s e s positively 
cured. 


I a m prepared to visit a n d 
treat 
p a t i e n t s 


at their homes. 
A n y correspondence 
will 


reach m e a d d r e s s e d to Ukiah, 
R. 
F. 
D. 


B o x 8. 
M R S L . F. L A M B 


E I T H E R B O I L I N G 
O R F R E E Z I N G 


The J o s e p h J e w e l r y 
c o m p a n y 
h a s on 


exhibition in its windows the Ever R e a d y 


bottles. 
T h e y 
will keep a liquid 
boiling 


hot 24 hours and 
ice cold 
72 hours. 
T h e 


bottles a r e covered 
with m e t a l 
and a l s o 


h a v e leather covers 
if 
desired. 
For a 


c a m p i n g 
trip 
they 
cannot 
be 
beaten. 


Around the house they a r e handier t h a n 


a refrigerator. 
B a b y ' s 
milk c a n 
be k e p t 


at the 
proper t e m p e r a t u r e night and d a y 


in onev 
tf. 


F O R 
S A L E — M E D I C A L 
L I B R A R Y & 


S U R G I C A L 
I N S T R U M E N T S 


About 200 
volumes, 
including 
London 


L a n c e t from 1890 
to 1900 and journal of 


A m e r i c a n Medical Association 
from 1902 


to present time, with complete index; also 


surgical instruments, including microscope 
with 1-2 inch oil immersion 
lens; 1-8 inch 


2-3 inch dry objectives; 
A b b e 
condenser; 


Iris diupliram; T n o m a - T r u s s H a e m a e y t o - 


meter; object micrometer; also 150 
p a t h o ­ 


logical microscopic objects, double stained; 


also office 
furniture including 
operating 


table, book e a s e s 
etc; also set of 
splints. 


Offered 
a t very 
low 
prices. 
Inquire 
a t 


this office. 
8t. 


For 
S a l e — R a n c h of 52 acres in northern 


part of the county. 
P a r t timber a n d p a r t 


cultivated land. 
Two good houses on the 


place with good b a r u 
a n d out 
buildings. 


L a r g e apple orchard a n d 
plenty of water. 


F e n c e s are all new. 
F a n n i n g i m p l e m e n t s 


go with the 
place. 
A n exceptional 
b a r ­ 


gain for a quick sale. 
For full p a r t i c u l a r s 


call 
or 
a d d r e s s 
the 
Republican 
P r e s s 


office. 
4t. 


